HOTEL RALEIGH 

9th and BANK STS. RICHMOND, VA. 


HOTEL RALEIGH is a fireproof structure. Modern and 
kept modern. Located in the heart of the business district, 
and occupying a commanding position overlooking the Capitol 
Square with its historic building and monuments, is ideally 
situated to afford comfort and convenience to the commercial 
traveler and tourist. “RALEIGH'' is known the country wide 
for its excellent food and service. 
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